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Date: February 27, 2019 

To: M. Hill Hammock 

Chairman, Board of Directors 

Commissioner Robert G. Reiter 
Chairman, Finance Committee 

From: Ekerete Akpan 

Chief Financial Officer 

Re: Emergency Purchase 

Omega Medical Imaging 


CCHHS has placed an emergency purchase for the following equipment. This memo 
serves as notification, as required in Section 2.8 of the CCHHS Procurement Policy 
adopted by the Board on April 9, 2009. 


CCHHS Emergency Purchase 

February 2019 

Ref 

Vendor 

Date of Service 

Equipment 

Amount 

1 

Omega 

Medical 

Imaging 

One-time Purchase 

High Frequency 
Radiographic 
Fluoroscopic X-Ray unit 
that includes all controls 
and monitors. 

$525,000.00 
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